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Letter dated 17 September 2014 from the Secretary-General 
addressed to the President of the Security Council 

I have the honour to inform you that Mr. Ali Ahmida (United States of 
America), whom I appointed on 17 April 2014 to serve as regional expert on the 
Panel of Experts on Libya, withdrew from the Panel on 27 June 2014. 

Accordingly, in consultation with the Security Council Committee established 
pursuant to resolution 1970 (2011) concerning Libya, I have appointed Mr. Mohammed 
Cherkaoui (United States of America) to serve as regional expert. 

I should be grateful if you would bring this information to the attention of the 
members of the Security Council. 


{Signed) BAN Ki-moon 
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